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9. An operational report received from £ ^Jon 5 Peb 1952 indicat ’d that TATSUI-J 
BIICHI 1 s recomendation to State Minister OKAZAKI KATSDO vere approvod, and that 
tiie four appo:.ntees met on 3 Peb to discuss future plans. They were caut ioned by 
TAT3UI-3 to keep tnsir appointments secret until Government poiicy on rearmament was 
nåde public. A later report dated lU Peb States Prime linister YOSISDA has decided 
to shelve t.:e study group for the time being, possible until after the nerct election. 

10. "CSHIDA did State through TATSUIil, however, that he is anxious to organize t rulning 
academies for officers of the 5!PR by April 52, and requested the group's cooperation in 
nlanninc this endeavor. 
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